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Lie PULSE CAMERAS BEING MODIFIED AND RECONDITTCHS BY contrac: 
TO CORRECT FAULTS SURFACED: DURING LIONION ‘OP. 
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_VLS-2 OR K-100 WITH BURST BRACKET AND VLS-2 FOR INTERIM OPZRATIONA'| 
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3. A SECOND CAMERA WILL BE SENT MEXI AS SCON AS RECONDITIORT' 
COMPLETED FOR USE STANDBY. 
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